AMENDMENT NO.1 MARCH 2020 
TO 


IS 2266: 2019STEEL WIRE ROPES FOR GENERAL 
ENGINEERING PURPOSE — SPECIFICATION 


( Fifth Revision ) 


(Page 1, clause 1) — Insert the following at the end of the clause: 


“NOTE — All the cross-sectional diagram given in this standard are indicative only. For details 
of construction, table given at page | shall be referred.’ 


(Page 1, clause 1, Table) — Delete 3 row detailing rope construction 
of 6 x 19 M (12-6-1) for Dia of 3 to 40 mm. 


(Page 1, clause 1, Table) — Delete 5" row detailing rope construction 
of 6 x 37 M (18/12/6-1) for Dia of 6 to 52 mm. 


(Page 14, Table 10, Figures) — Substitute the following figures for the 
existing: 


easel 
69920700S, 
\ ププ 


18 x 7 (6-1) (CF) 18 x 7 (6-1) (CWS) 
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